The British National Science Fiction Convention 
30 March to 2 April 2018 
The Majestic Hotel, Harrogate, N Yorks 





Follycon (2018) (Eastercon) 


Science fiction convention held in 2018. See Wikidata; SFcentral; 
Fancyclopedia; Fanac 
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